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9203300290 Rev 1 to EPIP 0150-04, "High Radiation Sampling Sys GSEP Utilization
Guidance."

HOLMAN.R., SHARPER.D. Commonwealth Edison Co. 92/03/19. 22pp. 61198:289-
61198:310.

9203300069 Forwards insp repts 50-237/92-04 & 50-249/92-04 on 920304-05 & 09-
10.No violations noted.

GREGER.LR. Region 3 (Post 820201). 92/03/23. REED.C. Commonwealth Edison
Co. 2pp. 61110:299-61110:305.

-9203300074 Physical security insp repts 50-237/92-04 & 50-249/92-04 on 920304-05
& 09-10.No violations noted.Major areas inspected: mgt support.protected & vital area
physical barriers, detection & assessment aids & alarm stations.
MADEDA.T.J. Region 3 (Post 820201). 92/03/19. 5pp. 61110:301-61110:305.

H. General correspondence

9203240264 Responds to 911215 Itr to Chairman Selin re NRC policy on INPO repts &
methods used to evaluate & determine which plants require closer monitoring.List of
plants presently in one of three categories from NRC senior mgt meeting encl.
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/03/
17. LEWIS.M.I. Lewis, M. 7pp. 61085:286-61085:292.

O. Advisory Committee on Reactor Safeguards reports & correspondence

9203270039 Forwards 720616 Itrs to utils requesting info on experience w/rod worth
minirnizers.

SKOVHOLT.DJ. Atomic Energy Commission (Pre 750119). 72/06/26. SIESS.C.P.
ACRS - Advisory Committee on Reactor Safeguards. 2pp. 61215:166-61215:167.

P. Operating license stage documents & correspondence

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities - 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032.

9203180294 Partial response to FOIA request for documents re Oyster Creek Nuclear
Plant.Forwards App A documents which are being made available in PDR.
PHILIPS,J.D.  Division  of  Freedom  of  Information  &  Publications Services  (Post
890205). 91/08/07. DEKOK.D. Affiliation Not Assigned. 11pp. 61214:064-61215:292.

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposi-
tioning in BWRs.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036.

9203020018 Forwards proprietary GE-NE-187-37-0991, "Shroud Support Access Hole
Cover SER for Dresden & Quad-Cities." SER withheld.

SCHRAGE.J.L. Commonwealth Edison Co. 92/02/21. MURLEY.T.E. Office of Nuclear
Reactor Regulation, Director (Post 870411). 5pp. 60767:309-60767:313.

9203030012 Forwards action plan to resolve Generic Ltr 88-11 open items re unirradiat-
ed upper shelf energy of all beltline matls & compliance of surveillance programs w/
ASTM E 185 & 10CFR50, App H.

SCHRAGE.J.L. Commonwealth Edison Co. 92/02/25. MURLEY.T.E. Office of Nuclear
Reactor Regulation, Director (Post 870411). 3pp. 60805:080-60805:082,

9203030071 Informs that review of concerns re personnel activities complete.NRC con-
cludes that no regulatory basis exists for further action.

GREGER.LR. Region 3 (Post 820201). 92/02/26. REED.C. Commonwealth Edison
Co. 2pp. 60753:261-60753:262.

9203040252 Forwards safety evaluation accepting licensee TR titled, "Comm Ed TR -
Benchmark of BWR Nuclear Design Methods, NFSR-0085,for ref for future reload
cycles for listed plants.

SIEGEL.B.L Project Directorate III-2. 92/02/27. KOVACH.T.J. Commonwealth Edison
Co. 4pp. 60799:159-60799:166.

-9203040254 SER accepting TR NFSR-0085, "Benchmark of BWR Nuclear Design
Methods," & two suppls for referencing future reload cycles.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/27. 4pp.
60799:163-60799:166.

9203030295 Forwards "Inservice Testing Plan for Dresden Nuclear Power Station Units
2 & 3."

PIET.P.L. Commonwealth Edison Co. 92/02/28. MURLEY.T E. Office of Nuclear Re-
actor Regulation, Director (Post 870411). 8pp. 60796:186-60797:143.

-9203030302 Rev 0 to "Inservice Testing Plan for Dresden Nuclear Power Station Units
2 & 3."

*  Commonwealth Edison Co. 92/03/01. 200pp. 60796:194-60797:143.

9203060079 Ack receipt of 920103 10CFR50.54(a) submittal proposing deletion of bien-
nial review of util nuclear plant procedures.NRC understands that util will withdraw
submittal.

MILLER.HJ. Region 3 (Post 820201). 92/02/28. REED.C. Commonwealth Edison Co.
2pp. 60804:017-60804:018.

9203090284 Forwards info to document info presented in 920124,31 & 0227 telcons re
second-level undervoltage (degraded voltage) setpoints for 4 kV safety
buses.Calculations also encl.

RICHTER.M.H. Commonwealth Edison Co. 92/03/03. MURLEY.T.E. Office of Ngclear
Reactor Regulation, Director (Post 870411). 9pp. 60863:022-60863:117.

-9203090291 Rev 0 to Calculation 8982-13-19-4, "Evaluation of 460-Volt Diesel Gener-
ator Cooling Water Pump Min Starting Voltage."

SHAH.S.  Sargent &  Lundy,  Inc. 8982-13-19-4 ROO. 92/01/06. 46pp, 60863:031-
60863:076.

-9203090296 Rev 0 to Calculation 8982-17-19-2, "Second-Level Undervoltage Relay
Setpoint."

*  Sargent & Lundy. Inc. 8982-17-19-2 ROO. 92/02/06. 20pp. 60863:098-60863:117.

9203130164 Requests addl info re studies performed to justify isolation of qualified svc
water from ECCS room coolers at Dresden & to justify that low & high pressure cool-
ant injection pump room coolers not needed at Quad Cities.

OLSHAN.LN.   Project  Directorate   III-2.   92/03/04.   KOVACH.T.J.   Commonwealth
Edison Co. 5pp. 60912:275-60912:279.

9203130100 Notification of 920318 meeting in Rockville.MD to update status of Comm
Ed prioritization program.

SIEGEL.B.L Project Directorate III-2. 92/03/05. BARRETT.RJ. Project Directorate III-
2. 4pp. 60912:059-60912:062.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Cooldown."

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050.

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power
Station),re reactor vessel structural integrity, 10CFR50.54(f),

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012.

9203170199 Forwards proposed method to meet requirements of 10CFR50.44 for reso-
lution of single failure vulnerabilities associated w/combustible gas control.
SCHRAGE,J.L Commonwealth Edison Co. 92/03/06. MURLEY.T.E. Office of Nuclear
Reactor Regulation, Director (Post 870411). 10pp. 60981:338-60981:347.

9203120377 Confirms plans to hold mgt meeting on 920310 at Opus Place ofcs to dis-
cuss util program to identify design vulnerabilities at plant.

GREENMAN.E.G.   Region  3   (Post  820201).  92/03/09.   REED.C.  Commonwealth
Edison Co. 1p. 60930:046-60930:046.

92Q3160213 Discusses review of existing second-level undervoltage (degraded voltage)
setpoint for 4 kV safety buses.Based on results of subj review.ut.il evaluated setpoint
for all nuclear stations.Updated status for calculations provided.
RICHTER.M.H. Commonwealth Edison Co. 92/03/09. MURLEY.T.E. Office of Nuclear
Reactor Regulation, Director (Post 870411). 2pp. 60969:260-60969:261.

9203190316 Forwards Revs 0 to TID-E/I&C-10, "Analysis of Instrument Channel Set-
point Error & Instrument Loop Accuracy" & TID-E/I&C-20, "Basis for Analysis of In-
strument Channel Setpoint Error & Instrument Loop Accuracy."
PIET.P.L, Commonwealth Edison Co. 92/03/09. SIEGEL.B.L Office of Nuclear Reac-
tor Regulation, Director (Post 870411). 1p. 60990:020-60990:278.

-9203190322 Rev 0 to "Analysis of Instrument Channel Setpoint Error & Instrument
Loop Accuracy."

*   Commonwealth  Edison   Co.   TID-E/I&C-10   ROO.  92/03/19.   65pp.  60990:021-
60990:187.

-9203190324 Rev 0 to "Basis for Analysis of Instrument Channel Setpoint Error & In-
strument Loop Accuracy."

*   Commonwealth   Edison   Co.   TID-E/I&C-20   ROO.   92/03/19.   65pp.  60990:189-
60990:278.

9203200010 Ack receipt of 920224 response to 911226 Itr which requested addl info
concerning div separation of feeder cables at plant.

CLAYTON.B. Region 3 (Post 820201). 92/03/12. REED.C. Commonwealth Edison Co.
2pp. 60970:037-60970:038.

9203230301 Provides addl info related to MOV test & surveillance program initiated by
Generic Ltr 89-10, "Safety-Related MOV Testing & Surveillance."
CHRZANOWSKI.D. Commonwealth Edison Co. 92/03/17. MURLEY.T.E. Office of Nu-
clear Reactor Regulation, Director (Post 870411). 8pp. 61077:320-61077:328.

9203300083 Confirms plans for 920330 technical meeting in Glen Ellyn.lL to disucss li-
censee understanding of requirements for preparing safety evaluations under
10CFR50.59.

CLAYTON.B. Region 3 (Post 820201). 92/03/23. REED.C. Commonwealth Edison Co.
1 p. 61110:336-61110:336.

9203300124 Forwards response to issues raised in MOV audits at util as preparation for
920408 meeting at Region III headquarters.

SIMPKIN.T.W. Commonwealth Edison Co. 92/03/23. MURLEY.T.E. Office of Nuclear
Reactor Regulation, Director (Post 870411). 5pp. 61207:259-61207:263.

Q. Inspection reports, IE Bulletins & correspondence

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185.

9202190037  NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223.

9202190038  NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184.

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling
Cavity Draindown,"

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25,
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139.

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E, Division of Operational Events Assessment (Post 870411). 92/02/26.
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011.H. Region 1 (Post 820201). 92/03/06. BRAM.S. Consolidated Edison Co.
